AMENDMENT NO. 2 JULY 2013 
TO 
IS 13607 : 1992 READY MIXED PAINT, FINISHING, 
GENERAL PURPOSES, SYNTHETIC — 
SPECIFICATION 


(Page 2, clause 6.3) — Substitute the following for the existing clause: 


‘6.3 Criteria for Conformity 


The lot shall be declared as conforming to the requirements of this specification, 
if the characteristics tests on composite sample satisfy the corresponding 


requirements given in this specification.’ 


(CHD 20) 
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